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!« CONCUR WITH YOUR RECOMMENDATION TO ELIMINATE EG I TEST 
CIRCUIT* INVESTIGATION CONTINUING TO DETERMINE POSSIBLE FIX TO EGT 
INDICATOR, AND ADDITIONAL SHIELDING AND/OR FILTERING TO EGT SHIP 0 S 
WIRING* 

2. CONCUR WITH YOUR RECOMMENDATION ON INVERTER FREQUENCY CHECK, 
HOWEVER, WE WILL MAKE THIS A PREFLIGHT ITEM* 

3. WE ARE INVESTIGATING POSSIBILITY OF FREQ METER OR OTHER FREQ 
SENSING WHICH WOULD ILLUMINATE THE INVERTER OUT LIGHT. 

MAINTENANCE MANUALS BEING REVISED TO ACCOMPLSH ITEM 2. S/B 
WILL BE ISSUED TO ACCOMPLISH ITEM 1. 
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